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Zinc insulated 



Trade Mark 



AMERICAN 

FENCE 

Insulated Against Rust 



The test of time in service on your farm is the only true test by which good fen< 
can be measured. Knowing the extra long lasting qualities of American Fence, ilu 
American Steel & Wire Company give this 

Guarantee of Service 

— That the fence will give you the equal of or longer service than any other fenc 
made of equal size wires and used under the same conditions. Any buyer wh 
shows that it fails to do so will upon presentation of the written guarantee, be sup- 
plied with an equal amount of new fence free. 

American Fence has always been the highest quality fence that the most pro- 
gressive methods of manufacture could produce. Improvements constantly ar 
dded as discovered, to make it last longer and give better service. 

The American Steel & Wire Company, maker of American Fence, control every 
process from selection of ore to the finished product. They know what American 
Fence is and stand back of it with this unqualified guarantee, based on their past 
record of more than 25 years for producing QUALITY PRODUCTS. 



No Extra Chnr&e 




You pay just what you would for ordinary fence but you easily get twice th 
value for your money. 

You will find a RED SIGN reading Zinc Insulated Fence in every roll of 
genuine Zinc Insulated Fence. It is put there for your protection; it means that 
every roll of fence is made and guaranteed by a reliable manufacturer whose repu- 
tation for quality has stood the test for more than a quarter of a century. 

Zinc Insulated Fence is made only by the American Steel & Wire Company. 

Simplified Practice 

Our fences are made in accordance with the standards established in conferenc 
with the Department of Commerce at Washington. They are made so lx mse they 
give the farmer the best value for his money. The gauges of wire (except in poultry 
fence) are — 

Nos. 9, 11, 12y 29 14 

These sizes were adopted because they are the m< t economical gauges to draw, 
enabling us to give a greater quantity of steel per rod for the pri< 

This standardization or simplification applies only to heights, spacings 
and wire gauges. It does not apply to the quality of steel or galvanizing. 

Our Zinc Insulated" Fence is in a class by itself. This quality cannot be 

found in other fences. "Zinc Insulated" Fence is made only by the American 
Steel & Wire Company. 
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These signs are placed in every roll of American Fence for your protection. 

Simplified Practice Tag- 



This sign shows that the Fence 



is of a size in ac- 
cordance with Simplified Practice Recommendation No. 9 of the United States 
Department if Commerce, Washington, D. C. 

Zinc Insulated Sign — Look for the Red sign reading Zixc Insulated Fenxe. 
It is placed in every roll of genuine Zinc Insulated Fence and shows that the 
fence is made and guaranteed by a reliable manufacturer to stand the test of time 
under all kinds of weather conditions. 

Specification Sign — This sign shows the actual size of wires used. It is placed 
there for your protection. If the sign is not in the roll it is not American Fence. 

We know of no other manufacturer who puts a sign in the roll to show 
the size of wires used. 
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The Strong Points of 



GUARANTEED 



lincinsulated 




American Fence 



Proper Construction 

The American hinge joint method of attaching line and stay wires is tim< 
tested and proven satisfactory by over 25 years of actual service in the 

field. 

Gauge of Wires 



9 








Numbers are used to designate the gauges of wires. Don't be 
confused, as the larger the number the smaller the wire. For 
instance, No. 9 gauge wire is larger than No. 9}4 gauge. Every 
wire in American Fence is guaranteed to be the gauge or size 
called for bv the specification sign placed inside the roll. Look 
for this placard; it is placed there for your protection. 

Distance Between Stay Wires 

Every rod of 6-inch stay American Fence has 33 stays and every rod of 
12-inch stay has 163 2 stays. American Fence is never made less durable or 
serviceable by placing stay wires a greater distance apart. 

Weight Per Rod 

American Fence catalogues show estimated weight for full gauge, full 
length, full weight fence of all sizes and styles. American Fence is guar- 
anteed to average up to these weights. 

Save money by buying quality and weight in woven w r ire fence. We make 
light weight fences, the best that can be produced, because some of the 
trade demands them, but we recommend the heavy fences as they are the 
most economical to use. The heavy substantial fence is by far the cheapest 
in the long run. 

Zinc Insulated 

Every wire in American fence is "Zinc Insulated" (galvanized) with a 
heavy uniform coating of zinc. This new galvanizing insulates the wire 
with zinc, or spelter. It will stand the real test of time under all kinds of 
weather conditions. 



Reputation 

For over 25 years American Fence has borne an enviable reputation for 
lasting quality, and the "Zinc Insulated" Fence made today will add t 
that reputation as it is the best fence value ever offered to the farmer. 

Guarantee of Service 

We guarantee our fe:-;ce to give the equal of or longer service than any other 
fence made of equal size wires and used under the same conditions. 
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Construction of 

GUARANTEED 

Tint insulated 



YAAU MAAA 



American Fence 




Joint Fence 



and Genuine Hinge 
Sometimes Imitated 



but Never Equaled. 




Hinge 
Joint 



Tension 
Curve 



IIin£e Joint 

The famous American Hinge Joint prevents the fence from 
crushing under pressure. A separate piece of stay wire is used 
between each line wire, the ends being fastened together in the 
hinge joint. 

Tension Curves 

These are built into the line wires— a curve every 



making it possible to stretch the fence as it should be stretched 
and still provide for contraction and expansion due to tempera- 



ture changes. These 

made of the right kind of material. 



curves will not pull out, as tne wire 



% 



~i 



End view of Fence 
in normal position. 



End view showing 
action of stay wires 
bending at hinge 
joint under pres- 
sure. 



End view after 
pressure has been 
removed, stay 
wires and line wires 
have returned to 
original position. 



H 
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The above illustration shows Design 726 American Fence 
used in connection with three strands of Barbed Wire. Thi> 
construction is largely used in sections where hog raising is an 
important industry. 

Design 726 is the lowest height made in Standard Mesh 
styles. Other heights are 32, 39. 47 and 55 inches. Illustra- 
tion and full description of alt Stand 3rd Mesh Fences are shown 



•age 
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GUARANTEED 

Zh* 'Insulates! 




iitruti 

IITfftfl 

HIS lw 



American Fence 

Designs 1155, 1047, 939, 832 and 726 



II BARS 55INCH 




For Horses, Cattle, Sheep, 
Hogs and all Farm Animals 

This fence made in 5 heights is 
ample for general farm use. The close 
spacing at bottom turning hogs and 
the construction is such as to hold 
-heep, cattle and horses. Furnished 
in specifications No. 9, No. 11, No. 
Yiyi wire and No. 14 in designs 832 
and 726. We recommend heavy fences 
because they give longer life, better 
satisfaction and cost less in the long 



run. 



The de- 
signs are 
made in weights 
or specifications, 
with actual size of 
wires as follows: 



Stay Wires 6 or 12 Inches Apart in 
Specifications No. 9, 1 1 and 12^ 



Slay Wires 6 Inches Apart in Speci- 
fications No. 14 

Furnished in 40 and 20-Rod Rolls 



Spec No. 9 



Top Bar ... 9 



Bottom Bar 

Intermediate 
Bart 





ACTUAL SIZES OF WIRE 

Spec. No. 1 1 Spec No. 12H 

10 



10 



Spec No. 14 




Stays 9 






11 




11 





12H 

12H 



(Directions for ordering American Fence shown on page 30) 





Specifica- 
tions 



No. 9 



No. 11 



No. 12H 



Design 

No. 



1156 

1047 
939 
832 
726 



1 155 
1047 

939 

832 

726 



No. of 

Horizontal 

Bars 



11 

10 
9 

8 

7 



No 14 



1155 

1047 

939 

832 

726 



832 
726 



11 

10 

9 

8 
7 



Approximate 
Height 

in Inches 



Approximate Weight per 
Rod in Pounds 



12-inch 
Stays 



55 

47 
39 

32 
26 



11 

10 

9 

8 
7 



8 
7 



55 
47 
39 
32 
26 



55 
47 

39 
32 

26 



IS.O 
16.0 
14.1 
12.3 
10 6 



12 2 

10.9 

9.7 

8.6 

7.5 



32 
26 



8 4 
7.5 

6.7 

6 

5.3 



6-inch 
Stays 



25 3 
22.3 
19.6 
17.0 
14 5 



16.7 
14.8 
13.1 
11.4 
9.8 



■'■■ I 



11.3 

10.0 

£9 

7 8 

6.8 



• • 



a 

4.6 



Ask Your Dealer for Prices 
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GUARANTEED 

Tinc tnsulated 



American Fence 

Designs 041), 845 and «35 

For Horses and Cattle 



OlSTUtt 
IE11UI 



9 BARS 49 INCH 



OISTIICE 
BIAS iicm 



t 





4 



M 



8 BARS 



45 INCH 




OISTIICE 

euvuti 
bars -Incus 



6 BARS 35 INCH 




These are ideal fei es for horses or cattle. 

Design 635 i^ usually piai <;d 10 inches above the ground and one or more 
strands of barbed wirt tretched above it. Th e designs arc used for large animals 

only. 

SOiy Wires 12 Indies Apart 
Furnished in 4<) mid 20-Rod Holla 

Above design ire made in three u Jits or spec , with actual e of wires as follows: 



Specifications No. !> 



Top Wi re 

Bottom Wire . No 



Specification* No. 11 Specification* No. 1 2Vi 





Intermediate Win . .No. 9 



Stay Wires.. 





9 



11 



11 



10 



10 





12 





(I ' . • p \ge jo) 



Specifications 



D in 



> 9 



No. 11 



No. A 



19 



I 



i5 



H< ntal 

liars 



8 






6 



ii 



12-1 N< II 



\pi limate W lit 

per 1< Voumit 



19 
45 



15 u 
13 l 

! 2 



49 
45 



19 
15 
35 



in 3 

7 2 



1 
6.4 
5.1 



r 



tlnSlnsulattd 




American Fence 



Cl 



Designs 1346, 1240 and 1134 



Mesh IIo£ and Cattle Fence 



IUMICI 
111 • I n 
Itl! 




Specification No. 12J^ CM 



Extensively used in 
the Southern States for 20 
years. Ideal for turning 
razor-back hogs. 



Stay Wires 6 or 12 Inches Apart 
Furnished in 40 and 20-Rod Rolls 



A bote designs are made in one weight with actual size of wire as follows: 



Bottom Bar N'o. 1C 

Top Bar. . . No. 10 





Intermedial Bars No. 12H . 
Stays No. 12 J^ f 





Specifications ^fo. 12% CM 

(Directions for ordering American Fence shown on page jo) 



D ?n 



1240 
1134 



No. of 
Horizontal 

Bars 



13 
12 

n 



Approximai 

Htight 

in Inches 

46 
40 
34 



Approximate Weight per Rod in Pounds 



12-inch Stays 



6-inch Stays 



9.1 

8.4 

7.6 



11.8 

10.7 

9.7 



A sk Your Dealer for Prices 
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GUARANTEED 

ZiQ£ Insulated 




American Fence 

Designs 2158, 1948 and 1635 

Poultry, Garden and Rabbit Fence 



QtSJkHCZ 

Bern en 

BARS 



21 BARS 58 INCH 




K~ iAA> 



Specifications No. 14j/£ P. R. and No. 13 P. R. 



Top or bottom boards not required with this Poultry Fence on account of the 
close spacing between bottom line wires. An ideal chicken and rabbit-proof fence. 
Can be stretched like a field fence. 

Stay Wires 6 Inches Apart. Furnish od in lO and 20-Rod Rolls 

Made in two weights— Xo. 14>< for general use and No. 13 where an unusually 
strong heavy poultry fence is required. Actual size of wire as follows: 



Specifications No. 14 T /o P. R 

Top Wire No. 1 1 | 




Bottom Wire Xo. 11 



Intermediate Wires. No. 14}^ 






Stay Wires No. 14' 



- 




Specifications No, 14 1 ^ P. R 



Specifications Xo. 13 P. R 

Top Wire No. 11 

Bottom Wire No. 11 



Intermediate Wires. . . No. 13 
Stay Wires No. 13 



Specifications No. 13 P. R. 





Design 
No. 



2158 

1948 
1635 



No. of 

Horizontal 
Ba 



Approximate 
in Lnch< 



Approximate 

Weight 

per Rod 

in Pounds 



So. 






6-inch Stays 



21 
19 
16 



5S 
48 
35 



10.3 
9.2 

7 6 



2158 

1948 
1635 



Ask Your Dealer for Prices 




Approximat 

H( it 

in Inches 


Approximate 

Weight 

per Rod 
in Pounds 




6-inch Stays 


4S 


14 6 

13.0 



35 



10.8 



(Direction; r ordering American Fence shown on page 36) 



10 



(ilAKAMKKD 

rinc insulated 




American Fence 



ItSMICt 
IHVUI 
lifh 



Designs 958, 849 and 741 

Extra Heavy Fence for Large Animals 



9 BARS 58 INCH 




Specifications No. 7 

Also made in Desitns 853. 747 and 640 

as listed below 



The wide spacing between 
line wires also stays 12 and 21 
inches apart, permits the use of 
No. 7 gauge wire at relatively 
low cost. This style of fence is 
particularly adapted to horse 
and cattle yards, corrals, pad- 
docks, branding pens, or pas- 
tures, where a fence of extraor- 
dinary strength is required. 



Heaviest Wire Fence Made 

Stay Wires 12 or 24 Inches Apart 
Furnished only in 20-Rod Rolls 



I 



1/ iesigns 



Top Bar. M°- 7 



node in one weight, with actual size of wire as fellows: 



n Bar 



No. 7 




Intermediate Bar No. 7 

Stay W ; -es No. 7 




D -;n 
No. 



958 
853 
849 
747 
741 
040 



Specifications No. 7 

(This fence is made at Pittsburgh, Pa., only.) 
{Directions for ordering American Fence shown on page 30) 



No. of 

Horizontal 
Bars 



Approximate 
Height 

in Indies 



Approximate Weight per Rod in Pounds 



9 
8 
8 
7 
7 
6 



J4-inch Stays 



58 


17.8 


53 


15.9 


49 


! 15.7 


47 


13.9 


41 


13 f> 


40 


12 



12-inch Stays 



23 2 

20.7 
20.3 
18.2 
17.5 
15. 6 



4* 



A sk Your Dealer fer Prices 
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GUARAMEKD 

line insulated 



Trade Marie 



Park and Paddock Fence 

Specifications No. 9 Park 




Especially designed for enclosing Private Parks, Fair Grounds, Race Tracks, 
Zoological Gardens, Stockades, Branding Pens, and Manufacturing Plants. 

The large and heavily galvanized wires, all of which are the same size, produce 
a fence that is unequaled for the above purposes. 

Made in six heights ranging from Gl to 88 inches as described below. 

Gates to match above fence shown on page 26. 

Made in Six Heights Listed Below *Furnished in 10. and 20-Hod Rolls 

Stay Wires 6 or 12 Inches Apart 

Above designs are wide in one weight, with actual size of wires as follows: 



Top Bar No. 9 



Bottom Bar No. 9 





Intermediate Bars Xo. 9 



Stays No. 9 




* While the use of 20-rod rolls reduces the number of splices, the rolls are 
extremely lieavy, as will be seen from weights shown below. 

(Made at Pittsburgh. Pa., only) 

Specifications No. 9 Park 

(Directions for ordering above fence, shown on page jo) 



Design 
No. 



2488 
2382 
2276 
2171 
2066 
1961 



Number of 

Horizontal 

Bars 



24 

23 
22 
21 
20 
19 



Approximate 

Height 

in Inches 



88 
82 
76 
71 

66 
61 

bMS«M| 

12 



Approximate Wei 



pzr Rco in Po> )S 



Stay Wires 12 Inches 
Apart 

36.3 
34.6 
32.8 

31.2 

29.6 
28 



ay Wires 6 Inches 
Apart 

49.3 
46.8 
44.4 
42.1 

39.8 
37.5 



Union Lock Ponltry Fence 

A Closely Spaced, Medium Weight, Square Mesh Poultry Fence 

Thoroughly Galvanized 




Union Lock Poultry Fence has been on the market for years. The steadily 
increasing demand proves its superiority as an efficient, medium priced poultry 
fence. It is not to be confused with what is commonly known as a poultry netting. 
The latter is usually made from lighter wire, while Union Lock is a woven wire 
fence, made of heavier and well galvanized wire, which insures longer life. The 
first requirement of a good poultry fence is close spacing. 

Union Lock Poultry Fence with its first six spaces only ltf inches apart, and 
gradually increasing to ZH inch spacing at the top, is a barrier to the smallest 

chicks. 

All the horizontal bars consist of a two-strand No. 20 gauge cable. 

Upright or stay wires are No. 19 Range also closely spaced, 3 inches apart, 
and woven into each cable to prevent slipping. 

Being of square mesh construction, it goes up easily on uneven ground. 

Can be stretched tightly, same as a stock fence. 

Made in Fivo Heights Listed Below Furnished in lO and 20-Rod Rolls 

Union Lock Poultry Fence offers exceptional value for a medium weight fence of its kind. 

Heights and Weights 

(Directions for ordering above fence, shown on page 36) _ 



HORIZi TAL CABLES— Two-Strand No. Gauce 



STAV WIRES— No. 19 Gauge and 3 inches apart 



Do sign 
No. 



72 
10 

2248 
1936 

1 02 t 



Number of 

Horizontal 

Bars 



28 
25 
22 
10 
16 



Approximate H eight 

in 
Inches 



72 
60 
48 
36 
21 



Approximate 
Weight per 10- Rod 
in Pound* 



Ron 



55 

48 
42 

35 



Prices 
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Banner Standard Poultry Fence 



28 BARS 72 INCHES 




Af _*-'W"^«^*^r>'jrA* ^.tUseV** 



«l»**»»H*A'r*>*'W. A«» - ** * * « * ■ ' • « ***^«**»* 



«•«>-•.. 



Bwver Standard Pot . I hnce is the result of tin- c ibined ex| ient i I men who hai 
grown up in th< 1 fene dustry. The clc mesh keeps in the smallest foi . It is made with t! 

strong;, smooth nd tight r knot and the wires will not slip. 

Primarily thi .a ultry fence, hut ii of sufficiently h v\ construction to serve as an effe* i r 
Her against ordinal tic animals and can be i between poultr) yard and p ture, It 

uin top and I m rail. It tches up like a fi< Id fern and fewer p ired. 



harrier 
req 



inc 



SPECIFICATIONS 

rop and bottom horizontal win >r b N i I 
In term ►r bars, No. 17. 

Upright wires or si. 17. 

Upright win aced 4 in 

pacing of hoc ated, first at botl 

\V H inc ning i rs 3Jg inc 



of fence 1 ] i in« i t hree \*/% 



Furniahed in 10 and UO-Kod K«»I1n 

SizoH and Weights 



D« 1 

Numl" r 


Approximate 

1 


art 


Ai e 

Weigh) 1 

- 10>Rod Roll 


10 


12 


10 


22 


1318 


Is 


13 




1 1 


24 


16 


5 


1 936 




19 


43 7 


224* 


48 




6 


2 ) 




. 


01 4 


2 2 




J$ 


{ 


3184 


M 


31 


6 



A±k Your Dealer for Prices 
(Directions for ordering on page jo) 
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Fence Stretchers and Tools 

Improved American Double Jack Stretch 




c>^^,^v.». v*«»»- 



4* '. 






The American Double Jack Stretcher combines all the important features of a fence stretcher — Simplicity, 
Strength, and Safety. It is made entirely of steel, therefore, strong and durable. Its an^lebars, or clamp bars, are 
rounaed in such a way as to prevent injury to the wire during the stretching. Only three bolts on clamp bars 
-which can be easily and quickly tightened. It can be operated by one person. This stretcher consists of one pair 
of clamp bars, two jacks or stretching heads, two sets of chains and two levers, which makes it possible to stretch the 
fence at top or bottom, as desired. Shipping weight, approximately 105 lbs. 



Lott Stretcher 

lipping weight, approximately 85 lbs 



Am 



ican Single Jack 
Stretcher 





The American Single Jack Stretcher is identical, in 

construction, to the Double Jack, except that it has only 
one jack or stretching head, one set of chains and one lever. 
The Single Jack Stretcher is most generally used for lower 
or lighter fences. Shipping weight, approximately 82} £ 
pounds. 



A. S. & W. Single 
Wire Stretcher 



(Patented) 



Clamp bars furnished with Lott Stretchers are made 
of wood, reinforced with half -oval iron to keep wire from 
slipping. Stretching chain, 8 feet long. Stretcher fur- 
nished complete, except Lever. Use for this purpose an old 
piece of pipe or lever c *t from wood. 




American Splicer 

Shipping weight approximately 3 lbs. per dozen 





m 



NLY IHIH 



E2* 



For U»e with Wood Posts 

Shipping weight, approximately 8 lbs. 

Used for tightening single wires (smooth or barbed), 
taking up slack, and making fence uniformly rigid. Worka 
in any position. All metal; strong and durable. 

Perfection American 

End Tool 



iiBME&flnfc 



iEmlZEB: 



r= 





Before Splicing 



After Splicing 



Necessary and convenient for splicing wirea in woven I 
wire f tnoe c r elsewhere. Inexpensive and ioet the work f 



For Use with Steel Posts 

A handy tool tor fastening lateral wires of fence to 
steel end :>r corner poets. Insures uniform tightness, thus 
increasing life of fence. Easily operated Shipping 
weigh*; ah~ut 9 \b$. 



See patfe* 32 to 39-iiow to Build a Feneo 

is 



IYON.CLIMBABLB 

line insulated 



Trad, Mark 



Diamond Lawn Fence 

Artistic and Durable 




•TV**" 







''L,. v .**» 






V, V 






W^ 



■/V/T 



/ 



• 






".— • 



iUWlUWi'UL 



wviVtViViwiviWivriY 



flfUl 



YiWiWiWW-VlWMV 









M r 



M\ 



tftfSIWH'/t'.di^WLft 



!*> 



!».\1 






« .-*/»« 



wtf 



am 



Designed for Residences, Fair Grounds, Factories, Parks, Athletic Fie 

Tracks, Cemeteries, etc. 



s, Race 



Zinc Insulated Diamond Lawn Fcr.cc is always in great demand, owing to the 
many purposes for which it can be utilized. 1 he triangular truss is the Wrongest 
form of construction known. Its diagonal, cr cress wires, are so interwoven with 
the horizontal cables that slipping is impossible. This gives the fence exceptional 
strength and rigLity. At every second cable the cross wire- are wrapped arcund 
the cable, thus forming a perfect hinge jcint. Under heavy cr severe pressure the 
fence will act just like a hinge, and when the pressure is removed it can be bent back 
to its original position without injury to the wires. 

The 4-inch mesh (Specification F), is especially adapted for Lawns, Carder- 
Summer Houses, Crape Arbors, Trellises, Hay-mcws, cr any general purpese fcr 
which a fairly close meshed fabric is required. Actual size of mesh, or opening, is 
shown on page 17. 

The 2-inch mesh (Specifications I, J, and K) on account of its close spacing, is 
non-climbable. The closer spacing also increases the strength and durability of the 
fabric. Actual size of mesh, or opening, is shown on page 17. These styles arc 
extensively used around Fair Grounds, Golf Links, Race Tracks, Ball Parks, Tennis 

Courts, School Yards, Factories, Cemeteries, Orchards, and for other similar pur- 
poses requiring a heavier fabric. 

Diamond Lawn Fence, when erected on our Galvanized Steel Posts, is attractive 
in appearance and give* the maximum service. Gates to match above fence shown 

on page 22. 
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•Zinc insulated 



J rodm Mark 



Diamond Lawn Fence 



Heights 

68-in. 



50-in. 



42-in. 



34-in- 



26-in. 



18-in. 





t&teto^^ 



4 -INCH MESH 

Specifications F 
Made in Six Heights and Three Styles 



Heights 
5S-in. 



50-in. 



42-in. 



34-in. 



26-in. 



18-in. 



CLIMB ABLE> 




\tuii0^^Si^jU4^ 



2-INCH MESH 

Specifications I, J» and K 
Furnished in 10 and 20-Rod Rolls 



Actual size of wires and cables as follows: 



Specifications F and I 



Specifications J 



Specifications K 



Horizontal Cables No. 12>$ 
Cross Wires No. 14 




No. 12 M 



l No. 12j^ 




No. 12V6 



No. 12 H 




Approximate 

Height 

in 
Inches 



58 
50 
42 
34 

26 

l* 



Heights and Weights 

{Directions for ordering above fence, shown on page jo) 



Number of 

Horizontal 

Cables 



15 

13 

II 

9 

7 

5 



Specifications r 

2-Strand No. 12.4 

Cables 
No. 14 Cross Wires 



Specifications I 

2-Strand No. 12 

Cables 
No. 14 Cross Wires 



Approximate 

Weight per Rod 

in Pounds 



21 
18 
15 
12 
9 
fi 



6 

7 
7 

7 

7 
8 



Approximate 

VVeieht per Rod 

in Pounds 



29 
25 
21 
17 

13 
9 



4 

3 

2 
2 

1 





Specifications .1 

2-Strand No. 12 H 

Cables 

No. 12 4 Cross 

Wires 



Ask Your Dealer for Prices 
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Approximate 

Wei gin per Rod 

in Pounds 



38 
32 
27 
22 
16 
11 



3 

9 

6 
2 

9 
5 



Specifications K 

3-Strand No. 12>£ 

Cables 

No. 12 4 Cross 

Wi res 

Approximate 

Weight per Rod 

in Pounds 



44 6 


38 4 


32 2 


20 


19 8 


13 6 






American Lawn Fence 




The American Lawn Fence is made of s1 iff steel wire picket s of all No \ win 
firmly bound together with lateral cables made up of two strands I N 13 tough 
steel wire — all thoroughly galvanized to be pro<>i against w ther conditions. 

Thi feni is of the greatest durability ind strength, and holds its shape admi- 
rably when stretched taut and firmly f tened as all feno >lj1< I be. The con- 
struction i -uch as to allow a degi of flexibility, which should be taken advantage 

! in putting it up I trctching it to the utmost. Sinn h it until the cables sing. 
Then firmly fastened to the p< the fence will retain further elasticity sufficient 

to take eareof contJ lion and expansion due to I Id and heat, without showing the 

si htesl departure from a str. tight line appearance, so essential for the utility an 
durability as well 5 the lool of a fence. 

The American Lawn Fence belongs to th< class of woven wire fen B win 
of fabric is linked with usefuln« trength and lasting qualitie As such it 

largely used around lawns, for the fencing of front yards, for flower beds, for 
division fenc< betw( 1 resident and in th< many ways where utility and beaut y 
are to be combined. 

It is furnished in 2 styles: Single Loop design, with pickets spaced A inch* 
.ipart, and Double Loop pattern, with pick. spa d 3 in< li apart at the to] 
a\u\ \}i inches apart at th< bottom. 

This fence is lon-climbabl '* which mi.ms much to those who desire also 
» fence against the human tendenc\ to seek a "toe hold " in a fence fabric and climb 
The stout. sm< th st 1 pickets of th( \merican Lawn Fence present no 
ting place for the toe, and discourage even any an< mpt at mounting. 

\merican Lawn Gates are made to match the fern < . and with handsome Ameri- 
in steel feno posts present a frontage of strength and beauty excelled only by the 
expensive structures of wrought steel. Gates shown on page 23. 
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American Lawn Fence 



SINGLE LOOP 



DOUBLE LOOP 





»,«Mi8^^ 



Specification 3*inch S, L.# 

xkets, 3 inches apart. 
Made in five heights as listed below* 



^^^»^^^1^^« 



Specification D. L, 

Pickets, 3 inches apart at top. 
Pickets, i inches apart at bottom. 
Made in five heights as listed below 

Cables 6 inches apart. 



Sizes of Wire* as Follows: 



PICKETS:— No, 9 1 - 
Galvanized Crimped 
Steel Wire 




HORIZONTAL 
CABLES: — Two No. 
13 Galvanized Ste< 
Wires 




distance 

BETWEEN 

CABLES 
IN INCHES 



5 4- 
inch 




4S-inch 



Furnished in 165-foot (10-rod) 
or 247V 2 -foot < 15-rod) Rolls 




1 "J- inch 




30-inch 




30-inch 



Heights 




3-In. SINGLE 

LOOP 
Specification 

3-inch S. L. 



V pprox. 

Height 

in Inches 



DOUBLE 

LOOP 

Specification 

D. L. 



Thim illustration .how. portion of lower loop in .arien* h.lftbt* of 



30 
36 
42 
48 
54 



A pprox. 
Height 

in Inch 



30 
36 

54 



— " 



double loop fence 



1ft 



American Galvanized Gates 

Tubular Steel Framed 

Every farmer today realizes the importance of Gates on the farm. 
The generous use of Gates saves time and expense in going from one 

field to another. 

Timber is getting scarcer every day and Steel Gates are rapidly re- 
placing wood gates, just as wire fences replaced wood fences years ago. 

The ideal Gate must be of sufficient weight to insure maximum 
strength and rigidity, but at the same time it must not be too heavy 
for handling. Furthermore, it must be simple in construction and easy 

to operate. 

We have succeeded in producing a Gate embodying all of these 
features, and at a minimum cost. 

All Gates are shipped complete with fittings and first cost is total 
cost. There is no extra expense for fittings. 



Construction 

Frame 

The Gate frame is made of heavy galvanized seamless tubing spe- 
cially suited for the purpose. The corners at the bottom are squared, 
thus closing the space between the Gate and the Post. 



Covering or Filler 



Our standard covering is a 2-inch diamond mesh truss formation with 
lateral wires of Number 10 gauge and cross wires of Number 12^ gauge. 
Other fabrics can be furnished as you will note from succeeding pages. 



i 



Width of Gates 



Gates are made to fit openings as given 



Galvanizing 



All parts of the Gate, including the fittings, are thoroughly Galvan 
ized by the m< t improved scientific methods. 



Painted Gates 



ted 



A red paint 



is used, having better \\ iring quality than any other color. We 
recommend galvanized frames because they last longer. 
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Quality Features 
Built Into American Tubular Steel Gates 





Tubular Frames 

Made of Large New National Tubing 
Strength and Lightness Combined. 

No Open Seams 



Fabric or Fillei 

Used in American Walk, Poultry Yard, and 

Single Drive Gates. 
Lateral Wires No, 10; Cross Wires No. \2 l A 

Non-Climbable 




Squaie Corners 

At the Bottom of All American Gates. 

Closing Space Beiween 
Gate and Posta 




Fabric or FiJl 

Used in American Lawn Gates. 
Horizontal Cables, 2 ply No. 13. Pickets No, 9 l A Gauge 

Ornamental and .Non-Climbable 




Diagonal Brace Rod 

Used in Single Drive and 

Park and Paddock Gates. 

Gives Additional Support to Frame* 

■ 

Prevents Sagging 




Fabric or Filler 

Used in American Park and Paddock Gates. 

*uge No. 9 Wire Throughout. Heavily Galvanized* 

Hog-Tighl Spacing 
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American Walk and Single Drive Gates 

American Walk Gate 

PLAIN AND ORNAMENTAL TOP 
Fornisbed with Galvanised or Red Painted. Tabular Steel Frame. 

Sizes and Weights of American Walk Gates 




Width of 
Opening 



3 


feet 


3 


feet 


3 


feet 


33 2 feet 
3Hfeet 

S l A feet 
4 feet 


4 


feet 


4 


feet 



Approximate 
Height of Gate 



42 inches 
50 inches 

58 inches 

42 inches 
50 inches 
58 inches 
42 inches 
50 inches 
58 i nche? 



Approximate 
Weit'ht, Pounds 



19 
21 
23 
21 
23 
25 
22 
24 
27 



Plain Top American Walk Gate .... i- u~K1„ 

...... . _ u Up-viiv <mlvanized fabric, which is unclimbable. 

Filled with a 2-» n ch diamo^ 'appearance of a well kept farm 

A neat looking, durable Walk G a ^*\^> s * d ^ r den rom the intrusion of waller animals, 
or residence. Furthermore it protec s th e »a*nor *%™ g^*.^ thcir close l y spaced, diamond 

The steadily increasing demand ^ ^^f?^ S uoeriorftv Their construction prevents children 
mesh "filler" and strong frames) is a proof ot their su P erio ™> c 

from getting a .fo^ higher gate illustrated on page 26. 

made to fit openings as given above. 

American Single Drive Gates 

Plain or Ornamental Top 
Furai-hed with Galvanised or Red Painted. Tabular Steel Frame 

American oingie 
Drive Gate is a strong, 
non-climbable, and eco- 
nomical farm gate. 1 ni- 
v« ally recognized for its 
simplicity and durability. 
In addition to upright 
tubular brace, the frai 

ipported i a diagonal 

brace rod which keep] it 

in in and prevents sagging 

Two upright braces in 1 

and 14-foot gates; i 

brace in S and 10-foot 
gaUb. 

American Single Drive Gates come complete with latches and hinges for cither wood or steel post* 
and are mo to fit openings as given below. 

Sizes and Weight- of American Single Drive Gates 




Width 

of 
Openin 



8 feet 

8foet 

8 fee 

10 feet 

10fe< 

10fe< 



Ar>; limai 

Height of 

Oat* 



Xpproxima' 
Weight 
Pounds 



42 
.50 

4 

50 

.58 



inch 
inch 

inch 
inch 

inch 

tf-h 



53 

57 
3 

5* 
61 

«7 



Width 

of 
Opeaing 



12 fw 

1 2 feet 
12 U*'\ 
14 f« i 

14 feel 

14 fe« 



Approximate 

Hr-ight of 

Gate 



12 inch 
50 ineh 
58 inch 
12 inch 

50 in* 

58 inch 



\V il 
Pom 



71 

77 

7- 
SO 

s7 



' ■ ■' 



Ask Your Dealer for Prices 



<JJtr**iwns fnr ordering A meru 
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American Lawn, Walk and Single Drive Gates 

Made with Ornamental Top Only 

For use in connection with American Lawn Fence. Both Walk and Single 
Drive Gates furnished in heights 36, 42 and 48 inchet. Covered with American 
Lawn Fence, Double Loop Fabric Pickets \ l A inches apart in bottom section and 
3 inches apart in top section. 

American Lawn Gates come complete with latch and hinges for Wood or Steel Posts as 

desired, and are made to fit openings as given below 




American Lawn Walk Gates 

Sizes and Weights 



Width 

of 
Opening 


Approximate 
Height 

01 
Gate 


Approximate 
Weight 
Pounds 


3 feet 


36 inch 


21 


3 feet 


42 inch 


22 


3 feet 


48 inch 


25 


ZH feet 


36 inch 


24 


3 H feet 
3 x i feet 


42 inch 
48 inch 


25 
27 



American Lawn Single Drive Gates 




Sizes and Weights 

American Lawn Single Drive Gates 



Width 

of 
Opening 


Approx. 
Height 

of 
Gate 


Approx. 
Weight 
Pounds 


Width 

of 
Opening 


Approx. 
Height 

of 
Gate 


Approx. 
Weight 
Pounds 


Width 

of 
Opening 


(Approx. 
Height 

01 j 
Gate 


Approx. 
Weight 
Pounds 


10 ft. 
10 ft. 
10 ft. 


36 in. 
42 in. 

48 in. 


63 
65 

72 


12 ft. 
12 ft. 
12 ft. 


36 in. 

42 in. 
4S in. 


74 

76 

84 


14 ft. 
14 ft. 
14 ft. 


36 in, 

42 in. j 
48 in. 


84 
86 
95 



Gates furnished with Galvanized or Red Painted Frames. 
American Lawn Fence to match shown on pages 18 and 10. 

Ask Your Dealer for Prices 

{Directions for ordering American Gates shown on page jo) 
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New American Tilting Gate 

Famished with Red Paiuted or Galvanized Frame-Barbed Wire Top and Bottom 




■0T 7x ■& •v 

Showing Gate liiteJ 



Made in two heights— 50 or 55-inch— aril four widths to fit openings 10. 12. 14 or 16 fe< wide. 
The new A merican 1 ihing (ate ohers the gre itest value and most erikient service of any farm gate 
on the market. It is a combination tilting an 1 lift gate which can be u 1 in four different positions 
—tilted, raised, tilted and raised, or cl >^d. It can be tilted at one end 2^ to 36 inches) so that 
small stock may rotate fr jm field to f eld, or the entire gate may be raised 6 inches, to swing clear of 
snow and ice. It has ten distinctive features: 

FTtAME. Ma le of la ge rev National steel t I ine— 1.66 inc' es in diameter — wl ich has no open 
seams. Same size tu! i.ig on a'l fo ir siJes of gate. Painted red or heavily galvanize 1. 

BRACE. A strong <j > blec atmel iron braes in center- gate adds strength to frame. It extends 

around the top an 1 bol om t .! i:ig and holds 1 arbed vie. 

FABRIC. T e fabric or filler is ma le from full gauge wire throughout, having No. 9 win at top 

and 1 ni and No. 11 fill, wires, all heavily gab am I. ITprightor lywin nly6inch apart. 
TILTIMi DEVICE. Doesavay viih heavy li'ting. ( ate may be rai I with one land to proper 
angle and locked from either tide by slipping a link of chain into the slot (or lock-notch) provided 

(or that purpose. 

RAISING DEVICE. The entire gate may be rai 1 about 6 inches to c ir snow an I ic2, by 

ineres and D.acine a si 1 cin through hole in frame. 



raising the gate in its 1 inge 



TIGHTENL G DEVICE. Heavy screw-eye bobs are r'a< I thro igh end bar of gate and attached 

to each bar wire in fabric or Cller. Nuts on bolts permit t< ng Lp any slack in fabrie, k ing it 

perl ily tiyht. 

CHAIN LATCH. All gates are fi:rnisl ed with strong galvanized chain latch. 

DOUBLE FORK LATCn. Automatic self-locking 1 k Latci.es can furnished if desired. We 

offer two styles — one to attach tov ><l or steel post and another to attach to frame of gate a m I lock 

onexuaba cned to [ t. \VI 11 the latter is used gate posts must be set 3 inch rther apart. 

Ga^ in he furnM ■ I wit'i I inres for v I or I( il S ' 11' is. The wood post hingi 



Two fjnii- ed with I 1 gate. The Steel I'oSt 



Hir.GLS. 

is a heavy eye boll with colla-, washer and n~t. 

hinges are h galvani I castii 

BARBED WIRE at 1<>\> and Bol m. P c its e'e from bea ing down on t .;> 1 f £<\\v an 

hogs from rooting under it. Bar I wires can b moved if no! desi.i 



Sizes and \V«ij£hts — A k Your Dealer for Prices 



P re of Gate 


/ ; 1x11 
H' i«ht of C 


Aim x.mate 
Wrig it. I* un 


I J ft. 

10 ft. 


50 in. 
55 in. 


71 

74 


12 ft. 

12 ft. 


50 in. 
55 )n. 


80 

82 



Size of Gate 



14 ft. 
14 ft. 



1 6 ft . 
16 ft. 



Ap in \nnat« 

II ' < . :i t #- 

5 '»• 
55 in. 

5 > in. 
55 in- 



A pproximatc 
Weigh I Pound* 

88 

97 
99 



Hung upon our Goloanieed Steel Pott*, a combination f$ secured 1 which insures long and satisfactory s ers tto 

34 




(Showing 



used) 




wmm 




Hln^e for Wood Posts 






Raising Device Showing Washer 
and Pin Over Hinge 



Ornamental 

Ball Top 

for Tilting 

Gates 



Hinge for Steel Posts 




Double Foik 

Latch to 

Attach to 

Steel Post 

No. K 901 




Double Fork Latch 

to Attach to 

Wood Post 

No. K 890 





Double Fork Latch to Attach 

to Gate and Lock on Bar 

Attached to Wooden Post 



Double Fork Latch to At- 
tach to Gate and Lock on 
Bar Attached to Steel Post 



When T v e Latches Above, Which Lock On Latch Bar, Are 

Used Posts Will Have to Be Set 3 Inches Farther Apart 

on Account of Latch Bar. This is Not Necessary 

when Using Latches K 890 or K 901. 



(Directions for ordering American Gates shown on page 30) 
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American Park and Paddock Gate 




^mmasaMi 



Made with Ornamental Top Only 



Espec ; allv adapted for use in connection with Park and Paddock Fence around Private Parks, Zoological Garden?, and 
Fair Grounds, where a gate of extra height, strength, and durability is required. See Park and Paddock Fence on page 12. 

These gates are made in three widths and six popular heights. 

Frames are made of large closed tubing and are braced with strong tubular braces — two horizontal and one vertical. 
In addition, the diagonal brace rod supports the frame and prevents sagging. 

The filler is a heavy, square-mesh fabric, with stays 6 inches apart, all wires being No. 9 gauge and heavily galvanized. 

American Park and Paddock Gates come complete with latches and hinges for either wood or steel posts and are made to 
fit openings as given below. 

Furnished with Galvanized or Red Painted, Tubular Steel Frame 

Filled with a heavily galvanized all No. 9 square mesh fabric. Stay wires 6 inches apart. 

Sizes and Weights 

(Directions for ordering American Gates shown on page SO) 



Width of 
Opening 

10 ft. 
10 ft, 
10 ft. 

10 ft. 
10 ft. 
10 ft. 



Approx 
Height of 
Gate 

65 in. 
70 in. 
75 in. 
80 in. 
86 in. 
02 in. 



Approximate 
Weight, 

Pounds 

114 

117 
120 
123 
127 
130 



Width of 
Opening 

12 ft. 
12 ft. 
12 ft. 
12 ft. 
12 ft. 
12 ft 



Approx. 

Height of 

Gate 



V * 



65 in. 
70 in. 
75 in. 

80 in. 
86 in. 
92 in. 



Approximate 
Weight, 

Pounds 

131 
134 
137 
140 
144 
148 



Width of 
Opening 

14 ft. 
14 ft. 
14 ft. 
14 ft. 
14 ft. 
14 ft. 



Approx. 
Height of 

Gate 

65 in. 
70 in. 
75 in. 
80 in. 
86 in. 
92 in. 



Approxima 
Weight, 
Pounds 

147 

151 
154 
158 
162 
165 




American Poultry 

Yard Gate 

Furnished with Galvanized or Red Painted, 

Tubular Steel Frame 

Filled with a 2-inch diamond mesh, heavily galvanized 
fabric, which is non-climbable. 

This gate with its close mesh fabric and strong hot 
zontal brace, serves as an ideal barrier to fowl — large an 1 
small. Also facilitates entrance to a poultry yard. 

It is principally used with 72 and 84-inch fence. Lo 
gates are shown on page 22, 

American Poultry Yard Gates come complete with latches 
and hinges for either wood or steel posts and are made lo fit 
openings as given below. 

Sizes and Weights 



Width of 
Opening 


Approximate 
Height of Gate 


Approximate 
Weight, Pounds 


3 ft. 

3 ft. 


72 in. 
84 in. 


32 
35 



Ask Your Dealer for Prices 

slwwn on page 30) 




Method of Hanging American 
on Galvanized Steel Posts 
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The importance of good posts and proper setting of them should not be overlooked. Our Gal- 
vanized Steel Posts are the most effective and economical to use — time and experience having amply 
proved their durability and lasting quality. It pays to take time and pains to make sure the posts 
are properly set and braced so they will not move and that the gate works properly. On preceding 
pages we show distance to be allowed between posts. 

Care must be exercised in getting the posts the proper distance apart and the same distance apart 
at the top as at the bottom. Hence, we suggest the following as a safe and satisfactory method of 
setting our Galvanized Steel Posts, between which gates are to be hung. 

Ascertain from preceding pages the proper distance between posts for the style of gate to be 
used. Then dig the holes, the posts to go in the centers of the holes. Attach the hinge collars to one 
of the end posts and the latch to the other end post. Place the posts in the holes and hang the gate 
on the hinge hooks. Latch the gate and get the posts and the gate in just the position they should 
be, to work properly after the concrete is in. 

To hold the gate and posts in position, braces can be used as indicated in illustrations above. 
Put a block under the latch end of the gate to hold it up, as shown in Fig. 1. By stretching a wire 
between the tops of the posts, they will be prevented from spreading. A small wedge should be in- 
serted in the latch (between the ears) to prevent the gate from getting too far into the latch. The 
eate frame should strike at about the center of the latch ears. 



After the posts and gate are in position just as you want them to remain, fill the post holes with 
concrete, being careful not to disturb the position of the posts. Then put in the braces and brace- 
blocks and leave alone until the concrete is thoroughly hardened. 



The method indicated in Fig. 2 is equally good. In this case, find from catalog or by actual 
measurement the proper distance between posts. Then cut two sticks of wood just the right length 
to hold the posts the proper distance apart, placing one piece between the posts and on the ground, 
and the other piece between the posts near the tops. Midway between the pieces of wood, pass a 
wire around the posts, and twist it to good tension. The wire will pull the posts toward each other 
and the sticks of wood will hold the posts the proper distance apart. See that the sides of the posts 
next to the gate are perpendicular and fill the post holes with concrete. The braces and braceblocks 
can then be put in. 

In both methods it is advisable to have the concrete block around the post, larger at the bottom than at 
the top— especially in light soil. For example, 18 by 20 inches at the top and about 22 by 24 inches at 
the bottom, by 3 feet deep. This will prevent tlie concrete block from coming out of the ground, when extreme 
pressure or tension is brought against the fence line. 
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Trad* Mmrk 



American Steel Corn Cribs 

Furnished in Two Sizes 

No. 50 Contains One Piece or Section, 
No. 75 Contains Two Pieces Put Up in One KoU 





No. SO — One Section 



No, 75 — Two Sections 



Made of Zinc Insulated, Diamond Jlesh Wire Fabric. Horizontal Cables, 

4 Inches apart, and made of 2-Strand Ho. 12y 2 Zinc Insulated Wire. 

Cross Wires, ?. Inches apart, Xo. 14 Zinc Insulated Wire 



Crib No. 50 

Put up and shipped in rolls containing one 
piece or section. See illustration below. By 
using two No. 50 Cribs, one above the other, an 
approximate capacity of 800 bushels is secured. 
This would also make the height when set up f 
8 feet 4 inches. 

Crib No. 75 

Put up and shipped in rolls each containing 
two pieces or sections. See illustration Delow. 



Sizes and Weights 



(Directions for 



ordering Corn Cribs shown 
on page 30) 



Crib 

No, 



50 

75 



No. 
Pieces or 
Sections 

When 
Shipped 



i 

2 



pprox. 
[eight 
When 

et lp 

It. In. 



4 2 

8 4 



A pprox. 

D a meter 
Waen 

Set l'p 
Ft. In. 



A. pprox. 
Capacitv 

Ear Corn 

Bushels 



15 

n 



G 
8 



400 

400 



Approx. 

Weight 

Per Cri 

Pounds 



77 

117 



Several Important Reasons why American Steel Corn Cribs Are Superior to Wooden Cribs 

Easy to build and easy to move. 

Last longer, being made entirely of «nc insulated strel. 

Fireproof and not subject to decay. 

Do not hold moisture. 

Provide for thorough ventilation. 

Do not shelter vermin or rodents. 

Stronger and more durable than wood or any combina- 
tion of wood and wire. 

Inexpensive — in fact, cost less than wood or other infe- 
rior cribbing. 

Two-inch mesh provides close spacing. 

Can be used as a chicken or yard fence when not in use 
as a crib. American Steel Corn Crib Ready for Shipment 




Ask Your Dealer for Prices 
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line Insulated 



i*+Mm»r~ American Steel Corn Cribbing 

Made of Zinc Insulated, Diamond Mesh, Wire Fabric. Horizontal Cables, 4 inches apart, and 

made of 2-Strand No. 12V| Zinc Instituted Wire. Cross Wires, 2 inches apart. No. 14 Zinc 

I ns u Li ted Wire. Made in Six Heights. Furnished in 10, 20 and 3G-Kod Rolls. 

sa,*. Put up in rolls containing 10, 20 or 30 rods each, which can be cut 

up into different lengths according to the manner in which it is ro be 
used. Especially adapted for permanent cribs where it is desiraLle to 
cover a wooden frame-work with a wire fabric. 

A 30-rod roll of Corn Cribbing can be cut up, without waste, into 
five cribs of an approximate capacity of 700 or 800 bushels each. Six 
rods of 50 or 58-inch fabric being required for each crib. It is cheaper 
than wood and more durable. 

Heights and Weights 

{Directions for ordering Corn Cribbing shown on page 30.) 




50ipc 



42in. 



34 m 



26 in. 



I&i* 



Approx. 


Size of Mesh 


Approximate Weight 


Height in Inches 


in Incnes 


Per Rod in Pounds 


58 


2x4 


29.5 


50 


2x4 


25.4 


42 


2x4 


21.4 


34 


2x4 


17.3 


26 


2x4 


13.2 


18 


2x4 


2 



Cheaper Than Wood 



American Steel Corn Cribbing 

Better Ventilation 



Zi/>J Insulated c B h c |b 



Trade Mark 

Furnished in two sizes. Made off Zinc Insulated Wire Fabric of Diamond Mesh* 

The horizontal wires are 4 inches apart of single strand No. 12 gauge wire. 

The mesh wires are No. 16 with 2 -inch spacing at the widest part. 

Furnished in Two Sizes 
No- oO C, B. Contains One Piece or Section 
No. 75 C. B- Contains Two Pieces Put Up in One Roll 




y\\t /(\\\\>St> 



■^ttVwi 






AfeVtUtrt 
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Corn represents hard-earned money value; why waste anv of it? If you are short of crib space 
after the crop is harvested, save your surplus corn in a low priced, practical, close-meshed, sanitary 
Corn It Crib. Corn prices are frequently lowest when the crop is harvested. It may be to your 
interest to store the corn temporarily until higher prices prevail. It is hardly worth while to erect a 
permanent crib, which, besides being expensive, takes considerable time and trouble to build. The 
Corn Belt Crib is sold ready to erect and no time is lost in setting it up. Its cost is extremely low, 
and it is just the thing for t'^e purpose. It can be moved easily, and after serving as a crib it can be 
used satisfactorily as a poultry, field, or hog fence. 

Sizes and Weights 



Size 

Number 



50 c. B. 
75 r. b. 



Sections 



1 

2 



Diameter 
Feet Inches 



15 
11 



6 
8 



Aprrj.x. Height from Bot- 
tom to Top of Com- 
pleted Crib 
Feet Inches 



4 

8 



2 
4 



Approximate 

Capacity 

Bushels 

400 
400 



Approximate 
Weight 
Pounds 

61 
91 



Ask Your De ler for Prices 
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How to Order Zinc Insulated American Fence 



preoedi 



25-20-rod rolL 



Sbecifv Quantity (m numDeroi iuu».y , . 

Specify Design Number. The last two figures indicate the height in inches, 
figures indicate number of horizontal bars in fence. 
Specif v Distance between Stay Wirei 
Specify the Specifications desired (which indicate the s.ze of the wires). 

Specify Size of Rolls desired. 

For exu mple: c M , , 

500 Rods Design 1047-6-inch stay Zinc Insulated American _ Fence Spec .No. 11 

500 Rods Design 1047-12-inch stay Zinc Insulated American Fence Spec. No. »-S-40, 

r ° d 200 S Rods Design 2i:>s -0-inch stay Zinc .Insulated American Fence Spec. No. IV i P A R.-5- \ 
10-10-rod rolls. 

How to Order Lawn Fence and Park and Paddock Fence 

In ordering American Lawn Fence, specify Quantity in feel, Height in inches, and Specifications 

Note rolis contain 166 feet (10 rods) or 247^ feet (15 rods) 

For example: 195 feet 42-inch American Lawn Fe. ■, Specifications D. L. (3 I0-rod rolls). 
On Zinc Insulated Diamond Lawn Fence, spe. ify Quantity in rods, 1 1 ;ht in inch 
ions, and Size of rolls. Note rolls contain 10 and 20 rod s. 

Forexample: 60 Rods 50-inch Zinc Insulated Diamond Lawn Fence; Specifications K— 

3-20-rod rolls. . . . rv 

On Zinc Insulated Park and Paddock Fence, specify Quantity in rods, Design numb IJistana 

between Stay Wires and c i/ if rolls. . 

Forexample: 1( Rods Design 24 S8 Zinc Insulated Park and Padda k Feu . 6-inch Stay— 

10-10-rod rolls. 

How to Order Corn Cribs, Corn Cribbing, Banner Standard 

and Union Lock Poultry Fences 

In ordering Ameri S Corn Cril sp ify the Quantity and Size of Crib 1 number. 

Forexample: 10-No. 75 Zinc Insulated American Steel Corn Cribs or 10-No. 75 I BV- < orn 

* American Steel Corn Cribbing, specif; Quantity in rods, llcudii in inches, and of roll 
Forex Oi Is 50-inch Zinc Insulated American Steel Corn < ibbing- rod roll 

\\h »rd< ng Union Lock Poultry Fen. .r Hann Standard Poult rj Few ifyQuantity 

n Design number, and s ize of rolls. 

/ >le. - Rods Design 2560 Union I ock Pouitrj Fence, o 10- rod rolls. 

How to Order American Tnbnlar Steel Gates 

In or tag American Tubular Steel ( ia( . specif 
Quantity. 

Width ol tag 'in 0. 

Height (in incl 

Style of Gat (Walk, Dri Kiting, etc. 

\\ Gal anized Painted I n 

Whether P n or nam tal I • 

\VI r Standard or Lawn. 

1 ixtures desired (whether for Wood or S I. 

For example 

3 t ft. x 50 in. Walk Gates, Galvanized Frame Ornamental Top, foi ted Posts. 

48 in. Lawn Walk Gates, Galvanized Frame, for Steel I s. 

.V10 ft. x 50 in. tgk Drier I ea, Tainted Frame, Plain Top, lor Wood Posts. 
u(, . an ;„ Oiain 1 -»trh Tilting Crates. Painted Frame, for Steel Post*. 




The following tables indicate the number of rods of Fence required 
to enclose fields of different sizes. The dimensions given are exact, 
so that in buying Fence, sufficient allowance should be made to cover 
Fence taken up in wrapping around End and Corner Posts. 



Amount of Fence Required to Enclose Rectangular Fields of Different Sizes 



In Feet 



In Rods 





Length of 


Width of 


Length of 










Length of 


VV ; dth of 


Length of 










Acres 


Field 


Field 


Fence Required 








Acres 


Field 


Field 


Fence Required 




Feet 


Feet 


Feet 




Length 




Rods 


Rods 


Rods 


1 


264 


165 


858 




1 


16 


10 


52 


1 


330 


132 


924 


Dimensions given 


1 


20 


8 


56 


IH 


330 


165 


990 


are exact, so that 


IK 


20 


10 


60 


2H 


660 


165 


1650 


in buying fence, 


2H 


40 


ID 


100 


4 


528 


330 


1716 


sufficient allowance 


4 


32 


20 


104 


5 


660 


330 


1980 


shoulJ be made to 


5 


40 


20 


120 


6 


990 


264 


2508 


cover fence taken 


6 


60 


16 


152 


7 


1320 


231 


3102 


up in wrapping 


7 


80 


14 


188 


8 


1320 


264 


3168 


around end and 


8 


80 


16 


192 


9 


1320 


297 


3234 


corner posts. 


9 


80 


18 


196 


10 


825 


528 


2706 








10 


50 


32 


164 




15 


1320 


495 


3030 




15 


80 


30 


220 


20 


1650 


528 


4356 


For rectangular or 


20 


100 


32 


264 


25 


1320 


825 


4290 


oblong fields with 


25 


80 


50 


260 


30 


1320 


990 


4620 


square corners. 


30 


80 


60 


280 


40 


1650 


1056 


5412 


twice the length of 


40 


100 


64 . 


328 


50 


1650 


1320 


5940 


one short side added 


50 


100 


80 


360 


60 


1980 


1320 


6600 


to twice the length 


60 


120 


80 


400 


70 


2640 


1155 


7590 


of one long side, 


70 


160 


70 


460 


80 


2112 


1650 


7524 


with addition for 


80 


128 


100 


456 


100 


2640 


1650 


8580 


wrapping around 


100 


160 


100 


520 


120 


3168 


1650 


9636 


posts, will give total 


120 


192 


100 


584 


140 


4620 


1320 


11880 


approximate length 


140 


280 


80 


720 


160 


5280 


1320 


13200 


of fence under con- 


160 


320 


80 


800 


320 


5610 


2112 


15444 


ditions stated 


320 


340 


128 


936 


640 


5610 


4224 


19668 


above. 


640 


340 


256 


1192 



Amount of Fence Required to Enclose Square Fields of Different Sizes 

In Feet and Inches In Rods, Feet, and Inches 



Acres 



Length of Side 
of Square 



Feet 



1 


20S 


2 


295 


2 l 4 


330 


3 


361 


4 


417 


5 


466 


6 


511 


7 


552 


8 


530 


9 


626 


10 


6t 


20 


933 


25 


1043 


30 


1143 


40 


1320 


50 


1475 


60 


1616 


70 


1746 


75 


1807 


80 


I860 


100 


2087 


120 


2286 


140 


2469 


160 


2640 


320 


3733 


640 


5280 



Inches 

9~~ 
2 

* ■ 

6 
5 

8 
3 
2 
4 
2 

• * 

5 

7 
2 

f ■ 

10 
8 
2 
6 
9 
1 
4 
6 

| • 

7 



Length of Fence 
Required 



Feet 



835 
1180 
1320 
1446 
1069 
1866 
2045 
2208 

2361 
2504 

2640 
3733 
4174 
4572 
5280 
5003 
6466 
6984 
7230 
7467 
8348 
9145 

10560 
14934 
21120 



Inches 



8 



8 
8 

* 4 

8 
4 

8 

* • 

8 

* • 

8 

* * 

4 

8 
8 

- - 

* » 

4 
4 

4 



c3 oS" 



Dimensions given 
are exact, so that 
in buying fence, 
sufficient allowance 
should be made to 
cover fence taken 
up in wrapp i ng 
around end and 
corner posts. 



For square fields 
four times the 
length of one side, 
with at least three 
feet added for 
wrapping around 
each corner, end 
or gate post will 
give the approxi- 
mate length of fence 
required if stretched 
properly. 



Acres 



1 
2 

2V 2 

3 

4 

5 

6 

7 

8 

9 

10 

20 

25 

30 

40 

50 

60 

70 

75 

80 

100 

120 

140 

160 

320 

640 



Length of Side 
of Square 



Rods 



12 
17 

20 

21 

25 

28 

30 

33 

35 

37 

40 

53 

63 

69 

80 

89 

97 

105 

109 

113 

126 

138 

149 

160 

226 

320 



Feet 

"TcT 

14 

« • 

15 
4 
4 

16 

7 

12 

15 

« • 

9 
4 
4 



4 



Bead Fence Building Story, Pages 32 to 39 
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Ins 



9 

8 

• * 

• * 

11 

8 
3 

8 

10 

8 

• " 

5 

1 
8 

• » 



7 


4 


16 


2 


13 


8 


9 


• • 


2 


1 3 


8 


| 1 


9 


i 4 


11 


i • 



• * 



* • 



Length of Fence 
Required 



Rods 



50 
71 

80 
87 
101 
113 
123 
133 
143 
151 
160 
226 
252 
277 

320 
357 

391 
423 
438 
452 
505 
554 
598 
640 
905 
1280 



Feet 

10 
9 

10 
3 
2 

15 

14 
1 

13 

i • 

4 

16 

2 

• • 

12 

15 
5 
3 
9 

15 
4 

11 



Ins 

■ * 

2 

■ t 

6 
2 
2 
6 
2 

10 
2 

« • 

8 
4 



• 9 

10 
2 
2 



10 



10 



* • 



Fence Building with Steel Fence Posts 



Fence building is greatly facilitated if the fence line is properly 
cleared of brush, stumps, rocks and other obstructions. Any humps 
should be leveled off so that the bottom of the fence shall rest naturally 
and snugly on the ground at the lowest points. 

Wherever a gate is to be placed in the fence line, two end posts will be 
necessary. If the gate is placed at a corner, two end posts will answer- 
one at the corner, and the other at the opposite end of the gate. 



Digging Iloles 




tn~-' 



(*!*"#' 



The next step is to dig holes for end, 
gate or corner posts. Under ordinary con- 
ditions, with soil fairly firm and not too 

wet, the hole for the Steel End post may be 

18 or 20 inches square and 3 feet deep, or 
even deeper if the post is long enough to 
place deeper and still carry the fence. 

Corner Posts, under normal conditions require a hole 20 indies squan 

and not les- than 3 feet deep. 

End and Corner post holt- should be lar r <it tli >ttom than at th< 
top to prevent the concrete block from raising out of th< round \\hil< 
fence is being stretched. 

Posts should extend above the top wire of the fence about 2 inches. 
After di ihg the hole for the bad post, make a n irk on the post 
measurin from the top, indi iting how far the j hould 1 t in th< 

ground. For instance, if the fenc i ~ inch* 

high, place the mark 19 inch from th I f the post. 
Put the post in the middle of the hole and fill th< hoi 
with concrete, le\ I with the f th >und, 

making sui that the mark on the post i l< I with th 

surfao \ d way to mark the p t is to turn it 
ui id< down against the roll of fen e and mala \ mark 
2 inch above tin- top win then t n the post over 

and place in hole, the mark being the groui I line. 




Setting Brace ;m<l Digging 

Iir*ic«'-Hlo<'U Holr 

Without distur bin the concrete ibout the end post 

slip the brae into < ir and tight* nut ecurely. Let 

S3 



Fence Building with Steel Fence Posts 

the other end of the brace rest on the ground, and make a mark 2 or 3 
inches nearer the post than the end of the brace. This mark will be the 
edge of the brace-block hole next the post. 

Dig the brace-block hole 18 or 20 inches square, and from 16 to 18 
inches deep if the ground is reasonably firm. If the ground is quite soft 
and yielding, make the brace block bigger, a little deeper, and increase 
width and length. The brace block must present a surface to the earth 

of sufficient size to withstand the heavy pressure of the fence, 
as the brace block carries practically all the strain. 

After digging the brace-block hole, fill it with concrete, 
level with the surface of the ground, and press down 

the brace red in the concrete until it is buried 

2 or 3 inches below the surface, 
then let it alone until thor- 
oughly set. 

Be. t results are usually ob- 
tained by setting top of brae 2 
c liar about 14 or 15 inches from tcp of post, but in no case should the 
collar be lower than y$ the distance from the tDp of the post to the 
ground line. Before stretching, be sure that the nut on the brace col- 
lar is turned up very securely. This collar must be tight or it will slip. 




Setting Line Posts 

It is a good plan to use a string or line in setting line posts, as this will 
provide a more certain means of getting the fence straight. 

When setting American Tubular Steel line posts in ordinary soil, 
make a hole with a crowbar 10 to 15 inches 
deep. Put the post in this hole and the 
American Driving Cap on top of the post, 
then with a maul (preferably a wood or 
wood-faced maul) drive the post down, 



using light blows, and more of them rather 
than trying to drive too far with each blow. 
When setting Banner Steel line posts, 
the crowbar and driving cap can be dis- 
pensed with. The po-nted Banner post and 
arrow shaped anchor clare will cut into 
the ground and anchor the p»*vt securely. 
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Fence Building with Steel Fence Posts 

Stretching Fence on Steel Posts 

Do not attempt to stretch fence until the 
concrete about the ends and corners is thor- 
oughly set. First, unroll the fence on the 
ground with the bottom bar next to the posts. 
Trim the line or bar wires at the end of the 
fabric, as shown. Fasten the 
bars of the fence to the end 
post. Go to the other end 
post and pull as much as 
possible of the slack out of 
the fence while it is lying on 
the ground. Attach stretch- 
er bar to the fence so that 
when stretching is finished, the stretcher bar will be 
from 2 to 4 feet from the end post. Put in a wood 
dummy post 4 or 5 feet back of the steel end post and 
then insert a good heavy brace, letting one end of the 
brace rest on the brace collar of the steel post. Attach the stretcher 
chain to this dummy post, working the stretcher head between the 
dummy post and the steel 
post. While stretching, lift the 
fence off the ground occasion- 
al ly between the end posts so 
as to relieve the friction and 
let the fence distribute itself 
over the line. When the fence 
is stretched tight, trim out the 
stay wires so that the ends of 
the fence may be wrapped 
about the posts to make a neat 
job. Draw the bars of the 
fence tightly about the end post, splicing the ends about the bar itself, 

indicated. The Perfection American End 
Tool will be found very helpful in stretching 
the single line wires between stretcher and end 

post. It not only stretches 
the line wire, but holds it in 
proper position while end of wire is being fastened. 
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Fence Building with Steel Fence Po«tn 

Fastening Fence to Line Posts 

The American Galvanized Tubular Steel line post is 
furnished with tongues every few inches which can be 
bent over the line wires of the fence. Hook the top bar 
or line wire of the fence over the top tongue and bend 
the tongue down enough to hold wire in place. Then 
fasten as many of the bar wires as convenient. Do not 
turn the tongues backward, unless necessary, as it is 
much harder on the metal. 

Banner Steel Line Posts are provided with spe- 
cial Hump clamps (seven furnished free with each 

post). The line or bar wires of the fence will fit into the 
notches on both sides of the face of the post and the clamps 
will hold them securely in position and away from face of 
post, thus preventing accumulatbn of dirt and moisture. 
Any or every line wire can be attached and one blow 
with a hammer will fasten the clamp into position. 

When the fence has been completely fastened, remove 
the stretcher and the job is finished. 

Every fence must depend largely on its foundations. 
The foundations of any wire fence are its end posts. They must be solid 
and immovable. Then thoroughly stretch the wire fabric and fasten it 
properly to the end posts, and satisfactory service will follow. 




II 



Gates on Steel Posts 



The best method to use in hanging steel gates on steel posts is to have 
the gate on the ground and after the holes are dug for the end posts, put 
the hinges on one post and the latch on the other, hang the gate 
between the two posts, brace the post and gate so that they will stand in 
the position they are expected to take after the fence is up. When the 
gate has been hung and braced so it will stand, fill the end-post holes 
with concrete and allow the gate to remain on the posts. This insures 
the correct hanging, whereas, if the gate is not hung, the posts might 
move a little, and after the concrete sets, it is difficult to rectify such 

This method of hanging gates is more fully described in the 
gate section of this catalogue. 



an error. 
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Fence Building With Wood Posts 






End Post with Anchors 

The first act in fence building is the setting of 
the end posts 4 to 4 l A feet deep in a hole which has 
one side flat where the post will come flush with 
the flat side and lean against the solid earth. End 
posts have two anchors, spiked securely to each 
post, with G-inch spikes, the top anchor placed 
so it will bear against the ground in the direction 
of fence pull, the bottom anchor (size, about 2 
inches thick, 6 inches wide and 24 inches long) 
on the opposite side. Once set, the earth filling 
of the hole should be thoroughly tamped, to se- 
cure the greatest possible solidity. 



Corner Post Anchors 



A corner post, being subject to a tremendous 
pull from two directions, is supplied with three 



anchors. 



\ 



is the end post, the top anchor and bottom anchor 
taking the fence pull in one direction while the 
third anchor, placed just under the top cross-piece 
but at ri^ht angles on the post, acts as a stiffener 
against the pulling power from the direction in 
which it is spiked. 






Post Anchors for Hollow Places 



A bottom anchor on a line post is necessary 
when there is a hollow or depression in the ground 

along the fence line. This anchor is placed at the 
very lowest point on the post so that the fence 
shall not pull the post out of the ground. 

M 



Fence Building with Wood Posts 
























Wood and Wire Braces, End Post 

End and second posts with nec< try braces and 
anchors constitute the foundation of the fence. 

Tl i« thf- nd nost with anchor^ at t n and bot- 



OOf 



to th< nd post, -ho 

The too anchor 1 



posit ns 



l* 



bott 



pOf 



re ra din- « unter, or wir ce, N 

,r lar r >ft il\ mi/ I Wll i P und a: 



end oo-f cl' 



| .und. 



lira* • «* and C'otimt l'o*t 



II wr I he \ •<! brace It! re I 

iii , omplete ir : tllat ion on a con I tnd th 

did |m»-I 

1 1 uii is Btapl 1 around th*- I >f 

end poet and around th*- 1 [>oet t» inches 

.in the top, n in hi A S W ^ er I 
di.iu tl uii race t nl Then with i ( la* 

hami Hur i<h»I ii I betv en the wires 



oo 



ion, twist tl wi bra< »• until 

h ! tii«l i tin i abl Tin m n < ; 

and I the v >d bra 



H~ 



iter 



- a 



Xrth 




lit 



ve 



Wood and Wire Bra 




Sec-mid 1 >at 



rhe sc I, or 1 ice p t, also anchored 
bet r jol set 11 feet from the end 
that a v 11 ■■ LxlxlJ i an be placed di 







all this br be 






ti 



lin the post abo 
at the second post an 1 
ie top of the end rx* 
I he wire bra attached or wound around the 

second post about 6 inches from its top. 



th 
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Fence Building with Wood Posts 




Fastening Fence to End Post 

As line posts do little work other than sustain- 
ing a part of the weight and holding the fence in 
position, they are spaced about 1 rod apart, being 
set 3 feet deep at least. Unroll enough fence to 
fasten around corner or end post, as desired, stand- 
ing fence up against the post, large meshes on 
top and leaving enough to go clear around the 
post. 




Fastening Fence to End Post — Cont'd 



After getting the fence into position at the end 
or corner post, fasten each line wire around the 
post, wrapping the line around its own member. 
Then each line wire should be thoroughly stapled 
to the end post, staples being driven down firmly, 
contrary to the method for stapling line posts 
where staples are driven in lightly to permit line 
wires to work back and forth more or less freely. 




Splicing the Fence 



The fence roll having been laid down to its end 
and when another roll is to be spliced, leave approx- 
imately 6 inches of wire from each stay at the 
end and splice it by wrapping the end of one wire 
around the corresponding wire of the second roll 
of fence, using the American Splicer. 

In splicing one roll of fence to another, the wires 
having been wrapped around each corresponding 
wire, the splices will have the neat and strong 
appearance as shown in the illustration. 
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Fence Building with Wood Posts 



Unrolling the Fence 

When the line wires have been wrapped and 
stapled around the end post, continue then to un- 
roll the fence flat upon the ground along the line 
of posts as shown here. 



Stretching the Fence 

Stretch the fence by hand as much as possible 
while it lies on the ground. The stretcher clamp 
bar then is attached. If using a Lott Stretcher 
for instance, the large hook is placed on the wooden 
clamp, open side of the hook facing the posts and 
in the center of the fence with equal number of 
line wires above and below. The stretcher is 
worked back and forth until the fence is thor- 
oughly tight. 

Stretchers 

If using a Lott, a long lever especially is desir- 
able, because with it one man may accomplish as 
much as several men with a short lever. Note the 



evers 



are not 



lever length. However, special 1 

needed when using our improved double or single 

jack stretchers, illustrated on page 15, 



/ 


'lil 


411 ^T^- 






# J] I . 

1 ^m M M 






1 . 
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Single Wire Stretcher 

The fence between the stretcher clamp bar and 
the end post is taken up with the hand A. S. & W. 
stretcher, each wire being taken up by itself. 

The operator holds the stretcher with his body 
while driving the staples on the end post tightly. 



Fastening Line Wires 

Following the driving of staples in end post 
after each single wire has been drawn tightly, 
each individual wire is brought around the post, 
fastening and twisting the wire to the correspond- 
ing member of the fence. 
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